PLATE XI..

Tor PLAN OF BIBI KA MAQBARA AT AJOBANGABAD.
SCALE 16]?T. TO 1 INCH.

GROUND PLAN OF Biiu KA MAQUAUA AT AUHANGABAD,
SCALE 40i<"jc. TO 1 INCH.
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